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SWITZERLAND TEST H66 

Th» following cigarette brand* fro« Switierlind were received it ft I 0 and iub»ltted 
for anilyici on March 25, 1976. These cigarettes were of February, 1976 production. 

Philip Morris Multifilter King Sin 2Q's (Pintle Pick) - Switierlind 
Mirlboro 100 20'i (Soft Pick) - Switierlind ^ 

Thi Philip Horrii Hultifilter king lite cigirettes (Switterlind ) ware.different fr os 
i the previous average in dilution only'. " “ “ rl 

The M arlboro i nn nlgar. ttes (Switze rla nd) were dl ffer gnt f roa the previous average 
in . . . mil ndu i inj r » t— «-•/£•< 9h 77*/M. . 


Philip Horrii 
Multifilter King Sire 
20’ s (Plistic Pick) 
Switzerland_ 


Marlboro 100 
20 r s (Soft Pack) 
Swit zo rland 



Current 

Prev. 

Avg. 

u . s . * 

Current 

Prev. 

U.S. r 

Saoke 

Butt Length, sn 

27 

27 

55 

33 

33 

34 

FTC Ttr, ag/cigt. 

16.! 

16.1 

12.4 

16.5 

17.8 

16.9 

TPM, ag/cigt. 

20.7 

19.S 

15.1 

19.7 

21*3 

20.3 

Nicotine, »g/clft. 

1.05 

1.00 

0.90 

1,22 

1.29 

1.07 

Niter, ng/cigt. 

2.1 

2.7 

i.a 

2,0 

2*2 

2. 3 

Puffi/eigt. 

9.2 

a.: 

8.1 

10.4 

10.1 

9.3 

Filtration Eff., t 

14 

45 

45 

46 

47 

49 

Cigarette 

- Total RTD, in. of H*0 

4.2 

4. 1 

2.3 

4.0 

4.1 

4.9 

sot of HiO 

107 

104 

71 

102 

104 

124 

Static burn, Tiae, aun. 

7.0 

6.9 

7.3 

7.1 

7.0 

6.3 

Ltngth, as 

85. 8 

34.0 

34. i 

99.2 

99.2 

99.4 

Circuaference, raa 

24, 7 

24.6 

25,3 

24.5 

24.0 

24. * 

Oiaaater, sm 

’.9 

7.3 

3.0 

7.8 

7,8 

7.9 

P*p» r 

Porosity, s«c. 

1* 

12 

14 

IZ 

12 

13 

Filter, 

RTD , in. of H20 

2.1 

2.5 

1.9 

2*5 

2.6 

2.9 

aa of HjO 

61 

64 

48 

64 

66 

74 

Inn«r, in. of H^O 

1.5 

1,6 

1.0 

- 

“ 

* 

an of H*0 

58 

41 

25 

- 

’ 

“ 

Outer, in. of HjQ 

0.9 

0.9 

0.9 

• 

- 

“ 

aa of H 2 O 

23 

23 

23 

- 

- 

* 

Length, nun 

20.1 

20.4 

25,3 

25.0 

2 5.0 

26.9 

Inner 

12.5 

12.7 

10.3 

- 

- 

’ 

Oute r 

7.6 

7.7 

1 S.C 

- 

* 

- 

Weight, g 

0.21 

0.22 

0. 36 

0.13 

0.18 

0 .1’ 

Inner 

0.16 

0.17 

0.14 

- 

- 

“ 

Outer 

0.C5 

o.os 

0.22 

- 

- 

- 

Carbon, nsg/plug 

71 

73 

66 

- 

- 

■ 

Tipping paper length, nm 

24 

24 

30 

30 

30 

31 

Dilution, \ 

* 

- 

26 

20 

11 


filler 

Total alkaloids, \ 

1.46 

1.46 

1.46 

L.38 

1.56 

1.56 

Total reducing sugars, t 

m e 3 

7*3 

3.5 

7.6 

7.6 

*. 2 

Wt. of too.. .... 

1,000 Cigts., g 

795 

7S9 

700 

932 

9 30 

550 

1,000 cigts., lbs. 

1.7506 

1,7374 

1.5416 

2.0520 

2.0476 

1*8716 

Pod Densitv, g/oc 

0,257 

0.253 

0.239 

0.263 

0.260 

0.242 

l C.V. , cc/10 g 

51 

31 

37 

50 

31 

36 

C.V.. cc/10 l (Corrected 

to 121 OeVe) 

57 

38 

41 

37 

37 

40 

l Oven Volatiles, \ 

13.9 

14.2 

13.4 

14.2 

14.1 

1 3.6 




lEquilibratfd at 75*F and 601 R,H, for 43 hrs. 
*Data froa C.J» N’o, 3*76* 


Source: https://www.industrydocuments.ucsf.edu/docs/myhm0004 
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